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STAT 


Hoaoiniblje Ctordoa H. Sche rer, ^ 
House of Represenitailve# ^ 
WashlBgtoa 25, D. C. 

Dear Mr. Scherer; 


Thank you for yotnr 
the application of Mr. ' 
with this Agency. 


letter of 11 J 



6 concerning 
'or ea^lo;yBient 


I I was Interviewed In our Personnel Office 

on 12 January lf56 and was invited to coi^lete an application 
and to take a screening test given to applicants for 
professional pesitieas. On 23 Ptehnmry he was advised by 
letter that after a thereui^ review, we were unable to 
locate a suitable opening for hia an d in the abs ence of any 
l«n»dlate opening appropriate to Mr. I quallflcatioas, 

this Agency therefore did not conducHmeirTnvestlgatlon. 


STAT 


STAT 


Sincerely, 



Allen W. Dulles 
Director 
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